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SUPPLEMENT TO 


25X1 X 1 . The ore washing plant for the entire AUK-OBTHXELEIiA (IT 51/ 
X 43) and 3CHHEEBERG District was in the former Blaufarben 
Plant, Object S9„ 


25X1 X 2« 


Station,, 


10 three-ton trucks wera 
e maurarben Plant to the OBER SCITI/EMA Railroad 


25X1 X B. 


consiste 


uranium concentrates. 


the truck ship- 
boxes and canisters filled with 
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